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WE  present  to  the  trade  the  HALL¬ 
MARK  LINE.  It  is  conceived  and 
created  for  the  needs  of  the  modern  home. 

€|  As  Sterling  is  the  hallmark  of  the  highest 
grade  Silver,  CAST  BRASS  is  the  highest 
standard  of  value  for  Lighting  Fixtures. 

€]}  Only  CAST  BRASS  will  lend  itself  to 
the  lasting  beauty  and  harmonious  blend 
of  colors  of  our  HALLMARK  GOLD  and 
HALLMARK  SILVER  finishes.  These  are 
reproduced  in  full  colors  on  pages  2  and  3. 

ffl  The  HALLMARK  line  reaches  you  com¬ 
pletely  wired,  assembled  and  packed  one 
in  a  carton. 

fjj  We  carry  a  complete  line  in  stock  of 
both  finishes. 


No.  R-6005 

Hallmark  Gold  Length  36" 

or  5  Lights 

Hallmark  Silver  Spread  16" 

Wired  Key  Socket 

Made  -  of  -  Cast  -  Brass 
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No.  R-6010 

Hallmark  Gold 

or  5  Lights 

Hallmark  Silver 

Wired  Keyless 

Made  -  of  -  Cast  -  Brass 
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Length  42" 
Spread  16" 


No.  R-6003 

Hallmark  Gold 

Length 

or 

3  Lights 

Hallmark  Silver 

Wired  Key  Socket 

Made  -  of  -  Cast  -  Brass 

Spread 
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Length  36" 
Spread  13" 


No.  R-6011 

3  Lights 

Wired  Keyless 

Made  -  of  -  Cast  -  Brass 
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Hallmark  Gold 
or 

Hallmark  Silver 


No.  R-6006 

Hallmark  Gold 

or  5  Lights 

Hallmark  Silver 

Wired  Keyless 

Made  -  of  -  Cast  -  Brass 
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Length  11" 


Spread  16" 


Hallmark  Gold 

No.  R6007 

Length  10 

or 

3  Lights 

Hallmark  Silver 

Spread  13 

Wired  Keyless 

Made  -  of  -  Cast  -  Brass 
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No.  R-6009 


Hallmark  Gold 
Hallmark  Silver  or  Ivory 


2  Lights 


Wired  Key  Socket 

Made  -  of  •  Cast  -  Brass 
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Length  36" 
Spread  12" 


No.  R-6002 

2  Lights 
Hallmark  Gold 
Hallmark  Silver  or  Ivory 
Length  12"  Spread  12" 
Wired  Keyless 


No.  R-4026 

1  Light 

Hallmark  Gold 
Hallmark  Silver  or  Ivory 
Length  6J4"  Spread  6" 
Not  wired 


Made  -  of  -  Cast  -  Brass 
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No.  R-6008 

Hallmark  Gold  Back  Plate  10x4^" 

or  2  Lights 

Hallmark  Silver  Spread  7" 

Wired  Pull  Chain 

Made  -  of  -  Cast  -  Brass 
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No.  R-6001 

1  Light  Candle 
Hallmark  Gold 
Hallmark  Silver  or  Ivory 
Back  Plate  10x4j4" 
Extension  3^4" 
Wired  Pull  Chain 


No.  R-6000 

1  Light  Drop 
Hallmark  Gold 
Hallmark  Silver  or  Ivory 
Back  Plate  10x4^4" 
Extension  3J4" 
Wired  Key  Socket 


Made  -  of  -  Cast  -  Brass 
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Length  36" 
Spread  9lA" 


Hallmark  Gold 
or 

Hallmark  Silver 


1  Light 


Wired  Keyless 

Made  -  of  -  Cast  -  Brass 

Page  12 


No.  R-6012 


There  is  a  Fixture  in  THE 

Hallmark  Line  for  every 

room  in  the  home  which  will 
lend  itself  admirably  with 
most  any  decorative  scheme 
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